Bulletin of 


Pharmaceutical & Medicinal Research 


LOGIXS 


Original Article 


Evaluating the pharmacokinetic parameters of a single dose of 
oral disintegrating tablets in elderly patients with hypertension 
and hyperlipidemia 


Khushbu Khalid *", Sidra Faiz”, Hira Irfan ° 


a 


Department of Pharmacology, Faculty of Pharmacy, University of Sargodha, Pakistan 


> University of South Asia, Pakistan 


c 


Regulatory Officer and Business Development Associate, PH Medicines, LLC, United Arab Emirates 


Correspondence: rphkhushbu@gmail.com 


® Check for updates 


Citation: Khalid K, Faiz S, Irfan H. 
Evaluating the pharmacokinetic 
parameters of a single dose of oral 
disintegrating tablets in elderly 
patients with hypertension and 
hyperlipidemia. Bull Pharm Med 
Res. 2023;2:21-30. 


Received: 14 September 2023 
Revised: 04 December 2023 
Accepted: 13 December 2023 
Published: 23 December 2023 


Publisher’s Note: Logixs Journals 
remains neutral concerning 
jurisdictional claims in its published 
subject matter, including maps and 


institutional affiliations. 


Copyright: © 2023 The Author(s). 
This is an open access article 
distributed under the terms of the 
Creative Commons Attribution (CC 
BY) License. The use, distribution, 
or reproduction in other forums is 
permitted, provided the original 
author(s) and the copyright 
owner(s) are credited and that the 
original publication in this journal is 
cited, in accordance with accepted 
academic practice. No use, 
distribution or reproduction is 
permitted which does not comply 


with these terms. 


Abstract 


Cardiovascular diseases (CVDs) are the leading cause of death worldwide, particularly in under- 
privileged areas such as Pakistan. Hypertension and hyperlipidemia are major risk factors for 
CVDs and often require medication for effective management. This study aimed to develop and 
validate a high-performance liquid chromatography (HPLC) method to assess the bioavailability of 
orally disintegrating tablets (ODTs) of atenolol and atorvastatin in elderly volunteers with high 
blood pressure and cholesterol levels by comparing the pharmacokinetic parameters of these 
ODTs with those of conventional tablet formulations. The study was conducted in Sargodha, Pun- 
jab Province, Pakistan, by recruiting 30 male and female elderly volunteers aged 45-65 years and 
weighing 60-90 kilograms. Each participant was administered a single dose of atenolol (25 mg), 
atorvastatin (10 mg), or an ODT containing both drugs. Blood samples were collected at specific 
intervals up to 48 hours postadministration. The concentrations of atenolol, atorvastatin, and the 
ODTs were measured using HPLC, and various pharmacokinetic parameters, including the area 
under the curve (AUC), maximum plasma concentration (Cmax), and elimination half-life (tu), were 
analyzed. The maximum concentration (Cmax) of 10 mg atorvastatin occurred at 4 hours (9.50 
ng/mL), while for 25 mg atenolol, it peaked at 4 hours (150.00 ng/mL). The ODTs showed compara- 
ble pharmacokinetic profiles, with the Cmax values for atorvastatin and atenolol at 4 hours being 
4.00 ng/mL and 165.00 ng/mL, respectively. The elimination half-life (tx) for the ODTs was 4.62 
hours for atorvastatin and 4.95 hours for atenolol. The pharmacokinetic analysis indicated that the 
AUC and Cmax of the ODTs met the bioequivalence criteria, demonstrating absorption and elimina- 
tion properties similar to those of conventional tablet formulations. The study concluded that the 
pharmacokinetic parameters of the ODT formulations atenolol and atorvastatin are comparable to 
those of conventional tablets. ODTs offer a viable and effective alternative for delivering these 
medications, particularly for patients who have difficulty swallowing pills, thereby potentially im- 
proving patient compliance. 
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1. Introduction 


Cardiovascular diseases (CVDs) are the leading cause of death worldwide, especially 
in underprivileged areas such as Pakistan [1,2,3]. The 20" century epidemiological shift 
has established CVDs as the leading cause of disability across the globe. While risk as- 
sessment methods exist for developed countries, no algorithm has been designed for low- 
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and middle-income populations [4,5]. CVDs are a significant health concern that can be 
influenced by certain risk factors. Hypertension (high blood pressure) and hyper- 
lipidemia (high levels of cholesterol in the blood) are two major risk factors for CVDs. 
Additionally, diabetes is a threat to the elderly population. Unhealthy lifestyle factors 
such as high sodium intake, low potassium levels, and physical inactivity can increase 
CVD risk and are the main contributors to these diseases [6,7,8,9,10]. These risk factors 
can be managed through medications, surgical procedures, and lifestyle changes, includ- 
ing healthy diets, regular exercise, weight control, smoking cessation, and reduced salt 
and sugar intake [11,12,13]. 

Antihypertensive and lipid-lowering medications are often required as second-line 
treatments following nonpharmacological therapies, particularly for individuals at in- 
creased risk of CVDs [14,15,16,17]. Poor compliance with the prescribed treatment plan 
is acommon issue in chronic conditions such as hypertension and dyslipidemia, which 
can worsen patient outcomes and increase mortality rates. This is often due to the com- 
plexity of drug regimens involving multiple tablets taken at different times [18,19,20]. 
The use of fixed-dose combination (FDC) tablets that contain both antihypertensive and 
lipid-lowering drugs can help healthcare providers address multiple CVD risk factors and 
improve patient adherence, leading to better therapeutic outcomes [21,22,23,24]. 

Melt-in-mouth or oral disintegrating tablets (ODTs) have become increasingly im- 
portant, especially for patients who find it challenging to swallow traditional pills. This 
is particularly true for elderly and pediatric individuals [25,26]. These tablets are de- 
signed to dissolve quickly in the mouth, making them easier to administer and improving 
patient compliance [27,28,29]. Combination tablets containing aspirin, beta-blockers, an- 
giotensin-converting enzyme (ACE) inhibitors, and statins have been studied for prevent- 
ing CVDs in high-risk individuals [30]. The primary objective of developing combination 
tablets is to enhance access to and adherence to multiple medications known to prevent 
recurrent myocardial infarction, stroke, and mortality, addressing gaps in CVD second- 
ary prevention [31,32]. 

Researchers have studied ODTs for beta-blockers (atenolol) and statins (atorvas- 
tatin) to simplify drug regimens for elderly patients who are at risk of CVDs and to reduce 
missed doses [33,34]. Atenolol and atorvastatin are commonly used for the prevention of 
hypertension and hyperlipidemia, two conditions that frequently coexist and contribute 
to CVDs [25,26,35]. Studies have shown that combining antihypertensive treatments with 
HMG-CoA reductase inhibitors (such as atorvastatin) can efficiently reduce systolic and 
diastolic blood pressure, ultimately reducing mortality associated with CVDs [25,33,36]. 

The primary objective of this study was to assess the bioavailability of ODTs in el- 
derly volunteers with high blood pressure and cholesterol levels using high-performance 
liquid chromatography (HPLC). Various pharmacokinetic parameters, such as the area 
under the curve (AUC), maximum plasma concentration (Cmax), and elimination half-life 
(ty), were assessed to optimize dosing and efficacy. This research provides insights into 
the use of ODTs as aconvenient single-pill approach for preventing and managing CVDs. 


2. Methods 


The study was conducted in Sargodha, Punjab Province, Pakistan, and lasted six 
months from October 2022 to February 2023 after receiving approval from the Biosafety 
and Ethical Review Committee of the University of Sargodha (No. SU/BERC/147). This 
observational pharmacokinetic study compared the parameters of a single dose of 
atenolol, atorvastatin, and ODTs administered orally to male and female elderly volun- 
teers aged 45-65 years and weighing 60-90 kilograms. Thirty volunteers who had already 
been prescribed atenolol and atorvastatin and were not on any other medication during 
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the study were recruited. Before the study, all participants were required to provide writ- 
ten consent to participate. The authors provided a clear explanation of the purpose of the 
study, its potential side effects, and the frequency of sampling. However, the study ex- 
cluded those who did not consent to participate or who had multiple comorbidities [37]. 


2.1. Drug administration and blood sample collection 


The volunteers fasted overnight, and blood samples were collected before adminis- 
tering the drug. Control samples were collected prior to administration [37]. 


2.1.1. Atenolol administration and sampling 


After a two-hour break following the meal, the participants were administered a sin- 
gle dose of atenolol (tenormin 25 mg, Abbott, Karachi, Pakistan). Blood samples were 
taken at specific time intervals of 1, 2, 4, 6, 8, 10, 12, 24, and 48 hours after administering 
the dose. The samples were stored in centrifuge tubes containing heparin at 37°C. The 
pH of the samples was maintained using a Beckman HS (Germany) electric pH meter. 
For further separation of the plasma, the samples were centrifuged for 20 minutes at 4000 
rpm and then stored at -20°C [38]. 


2.1.2. Atorvastatin administration and sampling 


After a two-hour delay from the meal, the volunteers were given a dose of atorvas- 
tatin (Atorva 10 mg, Pharmatec Pakistan (Pvt) Ltd.). Blood samples were collected at 1, 2, 
4, 6, 8, 10, 12, 24, and 48 hours using heparinized centrifuge tubes. The pH of the samples 
was maintained using a Beckman HS (Germany) electric pH meter at 37°C. For further 
separation of the plasma, the samples were centrifuged for 20 minutes at 4000 rpm and 
then stored at -20°C [38]. 


2.1.3. ODT administration and sampling 


After a two-hour meal break, the participants were given a single dose of ODTs. 
Blood samples were collected in heparinized plastic centrifuge tubes at 1, 2, 4, 6, 8, 10, 
12, 24, and 48-hour intervals. The pH of the samples was maintained using a Beckman HS 
(Germany) electric pH meter at 37°C. For further separation of the plasma, the samples 
were centrifuged for 20 minutes at 4000 rpm and then stored at -20°C [38]. 


2.2. Analytical methods 


The atenolol, atorvastatin, and ODT levels in the collected samples were measured 
using HPLC (Agilent 1200 series). The measurements were taken using a Shim-Pak ODS 
column with dimensions of 5 um (4.6 X 250 mm) at a flow rate of 1.0 mL/min regulated 
by a solvent delivery system. The effluent from the column was detected using a fluores- 
cence detector set at an excitation wavelength of 228 nm [37,39]. 


2.3. Chromatographic conditions 


The samples were analyzed using a mobile phase of acetonitrile and methanol at a 
30:70 ratio to determine the concentrations of atenolol, atorvastatin, and ODTs. The pH 
was adjusted to 3.7 by adding orthophosphoric acid. A UV-visible detector with a wave- 
length of 300 nm and an injection volume of 20 tL was used, and the temperature was 
maintained at 30°C during chromatographic analysis [37,40]. 
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Figure 1. (a) Atorvastatin concentration of 0.01 mg/mL in plasma; (b) Plasma atorvastatin standard 
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Figure 3. (a) ODT standard drug in plasma; (b) ODT 0.01 mg/mL concentration in plasma. 
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2.4. Standard solutions and standard curve preparation 


To prepare the standard stock solutions of atenolol, atorvastatin, and ODTs, 100 mg 
of each drug was dissolved separately in 100 mL of solvent in a calibrated flask, creating 
a 1 mg/mL drug solution for each standard stock solution. Each solution was then diluted 
10 times to obtain a 0.1 mg/mL concentration, and the pH was adjusted to 4 using ortho- 
phosphoric acid. Figures 1a, 1b, 2a, 2b, 3a, and 3b show the calibration curves, which plot 
the peak area data against the corresponding concentrations. 


2.5. Sample preparation 


To prepare each plasma sample (250 uL) for analysis, it was transferred to a 2 mL 
polyethylene vial and centrifuged. A 2 mL glass vial was used for the collection of the 
organic layer, and at 40°C, nitrogen gas was used to evaporate the solvent to leave a dry 
residue. Next, 250 uL of the mobile phase was added to reconstitute the remaining mate- 
rial. For analysis, twenty microliters of the reconstituted solution was administered and 
injected into the chromatographic column, and this process was repeated for each sam- 
ple [38]. 


2.6. Determination of drug concentrations in volunteer plasma 


A reference solution was used to compare the peak areas of atenolol, atorvastatin, 
and ODTs and determine their respective concentrations in plasma samples. The equa- 
tion Y =a + bx was utilized to determine the drug concentration. In this equation, Y char- 
acterizes the peaks of the unknown sample, a represents the intercept, b indicates the 
slope of the regression line, and x denotes each drug concentration. 


2.7. Calculations and statistical analysis 


The data are presented as the means and standard deviations. The changes in the 
plasma concentration over time were determined using a two-compartment open model, 
and graphs were created. Descriptive statistics were used to compare the pharmacoki- 
netic parameters of atenolol, atorvastatin, and the ODTs. The pharmacokinetic parame- 
ters were used to determine the most effective way to administer a single ODT compared 
to standard atenolol and atorvastatin in the participants [37,41]. 


3. Results 
3.1. Plasma concentrations of atorvastatin, atenolol, and ODTS in participants 


Table 1 presents the average plasma concentrations of 10 mg atorvastatin, 25 mg 
atenolol, and ODTs (atenolol + atorvastatin) over time in the participants. For atorvas- 
tatin, the maximum concentration (Cmax) of 10 mg occurred at 4 hours, reaching 9.50 
ng/mL, and gradually decreased to 2.00 ng/mL at 24 hours. Similarly, the pharmacoki- 
netic parameters of 25 mg atenolol were 45.00 ng/mL at 1 hour, with the maximum con- 
centration at 4 hours reaching 150.00 ng/mL and decreasing to 25.00 ng/mL at 24 hours. 
For the ODTs, the average concentration of atorvastatin at 1 hour was 0.50 ng/mL, with a 
maximum concentration of 4.00 ng/mL at 4 hours, and the concentration decreased to 
1.00 ng/mL at 24 hours. The atenolol component of the ODTs showed similar trends, with 
the average concentration matching the standalone atenolol results at the corresponding 
time points. 
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Table 1. Plasma concentrations vs. time for atorvastatin, atenolol, and ODTs. 


Atorvastatin 10 mg Average Atenolol 25 mg Average Atorvastatin 10 mg Average 
Concentration (ng/mL) Concentration (ng/mL) Concentration (ng/mL) 
Mean + SD Mean + SD Mean + SD 


0.00 + 0.00 0.00 + 0.00 0.00 + 0.00 


3.00 + 0.155 45.00 + 0.718 0.50 + 0.120 


8.00 + 0.844 130.00 + 0.508 0.75 + 0.050 


9.50 + 0.722 150.00 + 0.643 4.00 + 0.022 


7.50 + 0.528 110.00 + 0.691 2.30 + 0.041 


5.50 + 0.565 90.00 + 0.714 1.37 + 0.106 


4.00 + 0.364 88.00 + 0.727 1.35 + 0.009 


3.20 + 0.104 87.00 + 0.547 1.31 + 0.005 


2.00 + 0.077 25.00 + 0.730 1.00 + 0.005 


3.2. Pharmacokinetic parameters 


The pharmacokinetic analysis was carried out using a method that does not rely on 
a specific model. The Cmax (maximum concentration in plasma) and tmax (corresponding 
peak times) of atenolol, atorvastatin, and the ODTs were measured by evaluating the 
plasma concentration-time profiles of the individual drugs. The K. (elimination rate con- 
stant) values were obtained by fitting a least squares regression to the terminal log-linear 
portion of the plasma concentration profile. The elimination half-life (t,,.) was calculated 
as 0.693/K.. The trapezoidal rule was used to estimate the AUC until the last measurable 
concentration (AUC ox) was reached. The AUC extrapolated to infinity (AUC 0.) was 
determined. The pharmacokinetic analysis regarded the AUC 01, AUC 0.~, and Cmax as the 
primary variables. 

Table 2 shows the mean concentration-time profiles of 10 mg atorvastatin, 25 mg 
atenolol, and the ODTs after oral administration. For atorvastatin, the Cmax was 13.70 
ng/mL at approximately 2.99 hours, with an elimination half-life (t) of 6.93 hours, indi- 
cating that it is well suited for single dosing. The K. was 0.1. Atenolol (25 mg) had a Cmax 
of 177.00 ng/mL at approximately 2.97 hours, with an elimination half-life (t,,) of 5.77 
hours, which is also suitable for single dosing. For the ODTs, the Cmax values for atorvas- 
tatin and atenolol were 5.00 ng/mL and 165 ng/mL, respectively, with tmax values of 3.03 
hours and 2.71 hours, respectively. The t,, values for the ODTs were 4.62 hours for 
atorvastatin and 4.95 hours for atenolol, indicating that the ODT formulation provides a 
pharmacokinetic profile similar to that of the individual drugs. The K. values were 0.15 
and 0.14, respectively. 


Table 2. Pharmacokinetic evaluation of atenolol, atorvastatin, and the ODTs. 


Pharmacokinetic Parameter Atorvastatin (10mg) Atenolol (25 mg) ODTs (Atenolol) ODTs (Atorvastatin) 


AUC 024 (ng.h/mL) 


903.00 1352.00 1236.00 23.79 


AUC 0 (ng.h/mL) 


88.30 11475.00 10693.00 43.06 


Cmax (ng/mL) 


13.70 177.00 165.00 5.00 


tmax (h) 


2.95 2.97 2.71 3.03 


ti2 (h) 


6.93 5.77 4.62 4.95 


Ke (h“’) 


0.10 0.12 0.15 0.14 


4. Discussion 


An ODT is a better mode of delivery for patients who have difficulty swallowing pills. 
Compared with conventional tablets, ODTs are more accessible to administer, cause less 
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physiological stress, and improve patient compliance [42]. In a study of elderly patients, 
more than half preferred ODTs over conventional tablets due to their ease of use [28]. 
Hypertension and hyperlipidemia are risk factors that contribute to CVD. Poor lifestyle 
habits, inappropriate diet, and fast food consumption in Asian communities increase the 
likelihood of developing CVD. While providing adequate treatment is essential, improv- 
ing adherence to and control of these diseases is crucial. Atenolol (tenormin) and atorvas- 
tatin (Atorva) are commonly used and effective treatments in traditional tablet form. This 
study showed that a single dose of an ODT formulation (atenolol or atorvastatin) with or 
without water has the same profile as a conventional tablet [43]. 

This study aimed to compare the pharmacokinetic properties of a new single-dose 
formulation of ODTs (atenolol + atorvastatin) with those of conventional atorvastatin (10 
mg) and atenolol (25 mg) formulations. The results demonstrated that the AUC and Cmax 
met the bioequivalence criteria [43]. Atenolol and atorvastatin (ODTs) have been devel- 
oped as alternative dosage forms for patients who have difficulty swallowing or who are 
complying with their medication. These ODT tablets dissolve quickly in the mouth, al- 
lowing easy swallowing without the need for water [44]. Bioequivalence studies have con- 
firmed that the Cmax and AUC of ODTs are equivalent to those of conventional tablets of 
atenolol and atorvastatin. Therefore, ODTs can be considered clinically interchangeable 
with tenormin (25 mg) and atorva (10 mg). 

Studies on pharmacokinetic data have shown that ODTs have absorption character- 
istics almost equivalent to those of conventional commercial tablets. ODTs promote 
quicker drug absorption when drug dissolution begins in the buccal cavity [44]. This, in 
turn, enhances bioavailability compared to conventional tablets, as ODTs are expected 
to bypass first-pass metabolism [45]. Volunteers who were administered individual tab- 
lets of atenolol and atorvastatin exhibited ODT oral absorption after administration, with 
a median time to maximum concentration (tmax) of approximately 3-4 hours. 

Furthermore, buccal cavity absorption also affects the physicochemical properties 
of the material. The formulation of ODT tablets is designed to rapidly disintegrate (within 
30 seconds) upon contact with saliva when placed on the tongue. Disintegrated tablets 
have a limited contact time of less than a minute, making them unsuitable for buccal 
absorption, even when administered with water [44,46,47]. The elimination half-life (t,,) 
values of the ODTs and conventional separate tablets of atenolol and atorvastatin were 
compared. Both have aty, of approximately 24-48 hours. A single dose of either is enough 
to achieve efficacy in targeting hypertension and hyperlipidemia [44]. 

Atenolol and atorvastatin are drugs used to treat various heart conditions and have 
well-established safety and efficacy profiles. In addition to conventional tablets, a new 
ODT containing both drugs is now available. This tablet provides a discreet and conven- 
ient option for patients with dysphagia to take medication without water. The ODT for- 
mulation is advantageous because it offers quick absorption and fast relief for patients. 
However, the studies conducted on these drugs were limited to a particular age group 
with selective issues that increased the risk of CVD. Therefore, the present study lacked 
results for patients receiving other medications. Further research can emphasize this as- 
pect by administering ODTs to patients taking more medication and observing the bioa- 
vailability of the drug. 

One limitation of this study is the lack of formal inferential statistical tests to com- 
pare the pharmacokinetic parameters between different formulations. Additionally, the 
study was limited to a specific age group and did not account for the effects of other med- 
ications the participants might have been taking. Future studies should include broader 
demographic information and consider the impact of concomitant medications on the 
pharmacokinetic profiles of ODTs. 
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5. Conclusions 


The study concluded that the absorption and elimination properties and behaviors 
of the individual drugs atenolol and atorvastatin remained consistent even with increas- 
ing drug concentration. The pharmacokinetic parameters of the ODT formulations were 
comparable to those of the standard drug formulations. Therefore, ODTs containing both 
atenolol and atorvastatin exhibit the same pharmacokinetic properties as the individual 
drugs when administered alone. This suggests that ODTs are a viable and effective alter- 
native to conventional tablets for delivering these medications, offering an option that 
may improve patient compliance, particularly for those who have difficulty swallowing 
pills. 
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